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[Abstract:] App’g. removal John M. Koch... 


EOL. 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

January 4, 1881 


Sir: 


The removals of the following named employees of your Mint, reported in your 
communication of the 31st ult., are hereby approved and the names will be dropped from the 
Official Register of this Office as the Ist inst., viz: 





John M. Koch 


Laborer, General Department 





Joseph O’ Neil 


Workman, Assayer’s “ 








James C. Smith 





Helper, Melter & Refiner’s “ 





Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint 
Philada. Pa. 





